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GOVERNMENT OF INDIA 
MINISTRY OP COMMERCE Sc INDUSTRY 

New Delhi/ the 14th July. 1951, 


RESOLUTION 

(Tariffs) 

Ho. i|8{ I )-T. 6.^50-. - The Tariff Board, which was asked 
to enquire into the claim for protection to the Electric 
Brass Lamp Holders Industry, have in their Report recommenaed 
that - 


(1) A. protective duty of 45 per cent ad valorem should 
be Imposed on electric brass lamp holders of British manu¬ 
facture and the standard rate of duty should be adjusted in 
accordance with the terras of the India -United Kingdom 
Trade Agreement, 1939, the existing margin of preference 
being 12 per cent and the guaranteed margin 10 per cent. The 
protective duties should remain in force up to 31st Decem¬ 
ber, 1953. 

(2) Government Departments and Railways should continue 
to purchase their requirements of electric brass lamp holders 
from the indigenous industry. 

(3) The Indian manufacturers of brass sheets have 
declared their willingness to make direct supplies of brass 
sheets of the requisite specifications to the electric 
brass lamp holders industry. The industry should take 
advantage of this offer and, if necessary, make arrangements 
to pool its requirements on a regional basis and place 
bulk orders with the Indian manufacturers of brass sheets. 

(4) Reports from the Government Test House, Allpore, 
and other evidence received by the Board show that the 
quality of electric brass lamp holders made in India is 
reasonably satisfactory. There is, however, scope for 
improvement in quality. The indigenous Industrj' should take 
note of the defects referred to in paragraph 11 of the 
Report and try to remedy them as early as possible. 



(5) The attention of the porcelain manufacturers should 
be drawn to the complaint that the porcelain insulators 
used in the indigenous brass lamp holders are not of the 
proper standard, and they should be asked to improve the 
quality o^ their product. 

(6) The labour charges at present incurred by the in¬ 
dustry per,unit of its output are unduly high. The industry 
should, therefore, take early steps to train its labour and 
to modernise its equipment and Government should give -the 
Industry all reasonable assistance in this regard. 

(7) In order to enable the Board to maintain a conti¬ 
nuous Watch over the progress of the Industry, the industry 
should be asked to send to the Board half-yearly reports 
commencing from 1st January, 1951, giving information regard¬ 
ing production, sales, stocks, cost of production and 
selling prices. Such reports should also include detailed 
information about the prices and the supply, position of raw 
materials and any other factors having a bearing on the 
development of the industry. The Lamp Holders Manufac¬ 
turers' a.ssociatlon of India, Calcutta, should also under¬ 
take the collection of statistical data on these aspects 
of the Industry. 

2. Government accept th« Board's recommendation Nos. 
(3) to (7). They also accept in principle that the Industry 
qualifies for,protection, but consider, after consultation 
with the Tariff Board, that in the conditions prevailing 
today, there is no need at present to increase the existing 
rate of duty. The prices of imported brass lamp holders 
have gone up by about 25^ while those of Indian manufac¬ 
tures have increased much less. With present import 
restrictions, Indian electric brass lamp holders are being 
sold without difflci^lty at rates higher than the selling 
prices recommended!by the Board. The existing Revenue 
duties will, therefore, be converted into protective duties. 

^ watch over the quantity and prices of Imports will be 
kept and suitable action taken as necessary. 
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REPORT ON THE ELECTRIC BRASS LAMP HOLDERS INDUSTRY 


tection and refer¬ 
ence to the Board. 


4n application for protection to the elect.ic brass lamp 
Application for pro- holders industry was made by Messrs. Bidyut 
Shiipa Ltd., Calcutta, in their letter dated 
21st October 1948 addressed to the Ministry 
of Commerce, Government of India. This application was fol¬ 
lowed by representations from the Lamp Holders Manufacturers’ 
A.ssociation of India, Calcutta in their letter dated 30th 
November 1948 and Messrs. Gurunanak Electro-mechanical Works, 
Phagwara, East Punjab, In their letter dated 24th February 
1949, noth addressed to the Ministry of Commerce, Government 
of India- After a preliminary scrutiny of these applications, 
the case was referred for investigation to tiie Tariff Board 
by the Ministry of Commerce Resolution No.1-T/a( 20)/49,dated 
28th April 1949 (Appendix I), read with paragraphs 2 and 7 of 
the late Department of Commerce Resolution No.2i8-T{55)/45, 
dated 3rd November 1945 and paragraph 4 of their Resolution 
bearing the same number dated IQtfi February 1946. 

2. Under the Board's terms of reference as given in the 
Terms of Resolution dated 3rd November 1945, the Board has 
to satisfy itself — 

(l) that the industry is established and conducted on 
sound business lines; and 


reference. 


(2) (a) that, having regard to the natural or economic 
advantages enjoyed by the industry and its actual 
or probable costs, it is likely, within a reasonable 
time, to develop sufficiently to be able to carry 
on successfully without protection onState assis¬ 
tance; or 
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(b) that It is an industry to which it is desirable 
in the national interest to grant protection or 
assistance and that the probable cost of such 
protection or assistance to the community is not 
excessive. 

Where a claim to protection or assistance is found to be 
established, i.e., if condition (1) and condition 2(a) or (b) 
are satisfied, tne Board may recommend — 

(i) whether, at what rate and in respect of what arti¬ 
cles, or class or description of articles, a pro¬ 
tective duty should be imposed; 

(il) What additional or alternative measures should be 
taken to protect or assist the industry; and 

(ill) for wnat period, not exceeding three years, the 
tariff or other measures recommended should remain 
in force 

In making its recommendations, the Board has to give 
due weight to the Interests of tne consumer in the light 
of the prevailing conditions and also consider how the 
recommendations affect industries using the articles in 
respect of which protection may be granted. 

3. On 0th June 1949, the Board issued a press note 
Method of inviting producers and others interested in the 
influiry. electric brass lamp holders industry to obtain 
copies of a preliminary questionnaire prepared by the Board. 
On 4th July 1949, copies of the preliminary questionnaire 
were issued to all the known producers. On 12 th December 
1949, another press note was issued announcing that detailed 
questionnaires on this industry were ready and requesting 
producers, Importers, consujaers and others interested in the 
industry to obtain copies of the relevant questionnaires and 
to submit replies or memoranda to the Board. Simultaneously, 
copies of the questionnaires were sent to the Directors of 
Industries in various States and to Chambers of Commerce. 
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On 16th June 1950, a letter was addressed, to the principal 
suppliers of the raw materials needed by this Industry, 
requesting them to furnish information about the current 
prices of those materials. A. list of those to whom the 
relevant questionnaires were sent and those who replied to 
tnem or sent memoranda will be found in Appendix II. Dr. H.L. 
Dey, President (then Member) of the Board, visited the 
factory of Messrs. Bidyut Shilpa Ltd., Calcutta, on 1st 
February 1950. He also discussed the problems of the indus¬ 
try. with the representatives of the Lamp Holders Manufac¬ 
turers' Association, Calcutta, on 31st January 1950. Mr. N. 
Krlshnan, Cost Accounts Officer attached to the Board, 
visited the following two factories on the dates mentioned 
against each and examined ttielr costs of production:- 

(i) Cieco Ltd., Calcutta - from 31st May to 3nd June, 
1950. 

and (ii) Gurunanak Electro-Mechanical Works, Phagwara - 7th 
and 8th June, 1950. 

A public inquiry into this industry was held at the 
Board's office in Bombay on 24th July, 1950. A list of 
those who attended the inquiry and gave evidence is given 
in Appendix III, 

4. The Indigenous production of electric brass lamp 
Scope of holders consists mostly of the pendant, bracket 
the inquiry, batten types. Brass lamp holders with key 
or push buttons are not manufactured in India to any appre¬ 
ciable extent. The discussions at the public inquiry, 
however, revealed that, if’the import duty on the pendant, 
bracket or batten types of holders were substantially 
increased, while that on the holders with key or push buttons 
were left unchanged, there was a possibility of the former 
types being replaced by the latter. Miniature lamp holders 
used in automobiles, which are also not produced in India, 
are, however, in a different category. We have accordingly 
decided that the scope of the inquiry should include all 
types of electric brass lamp holders, other than miniature 
lamp holders adapted for use in automobiles. 



5. The electric brass lamp holders industry in India is 
History of mainly qf post-war origin. During the years from 
the industry. 1940 jg 1948, when, owing to the inadequacy of im¬ 
ports, there was an acute shortage of this article in the 
country, a number of factories came into existence for the 
manufacture of brass lamp holders. During the war, only one 
factory, namely, Surya Engineering Works,, Tlljala (34 
Parganas)j was known to be engaged in the manufacture of 
this article. According to the information received by the 
Board, there are at present 21 factories manufacturing brass 
lamp holders. Of these, 15 are situated in West Bengal, 1 
in East Punjab, 1 in Bombay, 2 in Delhi and 1 in Uttar Pradesh. 
We understand that a new unit, Kersons Manufacturing Co. of 
India, Ltd., Bombay, is expected to go Into production by 
October, 1950. According to the returns received by the 
Board from individual manufacturers, the total amount of 
capital invested in the Industry is Rs. 12 lakhs and the 
number of workers employed 320. 

8 . (a) The principal raw materials required for the 
Raw materials, manufacture of electric brass lamp holders are: 
(i) Brass sheets (18 SWG to 20 SWG) , 

(If) Brass pipes (ironbore I/ 8 " thickness),. 

(ill) Brass wires and rounds (6 SWG to 11 SWG) , 

(iv) Spring steel wire (26 SWG) , and 
(v) Porcelain insulators. 

Ail these materials -are produced in India. Brass sheets 
are supplied to the Industry by the Indian Copper Corporation, 
Ghatsila and Kamanl Metals and Alloys, Ltd., Bombayj brass 
pipes, flats and wires by the National Pipes and Tubes Co., 
Calcutta; spring steel wire by Guest Keen Williams, Calcutta, 
and porcelain Insulators by the Bengal Porcelain Co., 
Calcutta, and the Government Porcelain FactoryBangalore. 

(b) In their written representations to the Board, the 
Lamp Holders Manufacturers' Association had stated that the 
manufacturers were experiencing difficulties in obtaining 
their requirements of brass sheets of the requisite quality. 
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Ttie industry requires about 100 tons- of brass sheets annually 
and these have to be of soft quality and of uniform sections. 
The Association had stated that the brass sheets supplied by 
domestic producers were in most cases of hard quality, 
resulting in. considerable wastage, and were also irregular 
in thickness, making it necessary to process them further 
in order to obtain the required uniformity. During the 
public inquiry, however, it transpired that the quality of 
indigenous brass sheets had considerably improved of late 
and that the industry no longer had any ground for complaint. 
Tne representative of tne Indian Copper Corporation stated 
at the public inquiry that the Corporation had installed a 
new rolling mill with a monthly capacity of 1,000 tons and 
that the quality of tiie brass sheets produced by this mill 
was recognised to be the best in the world. The Corporation 
has informed the Board of its willingness to make direct 
supplies to the industry, provided orders are placed in lots 
of not less than 10 tons each. Tne representative of Kainani 
Metals and Alloys, Ctd., Bombay, stated at the public inquiry 
that his Company was prepared to make special arrangements 
to supply brass sheets of the requisite specifications to 
any factory, even if its requirements were as small as one 
cwt. and that the difference in price on account of the 
smallness of the order would not be more than 5 per cent. 
We suggest that the industry should take, advantage of these 
offers and, if necessary, make arrangements to pool its 
requirements on a regional basis and place bulk orders with 
the manufacturers of brass sheets. Such an arrangement has 
now become all the more desirable, because of the fact that 
prices of non-ferrous metals, particularly copper and zinc, 
have risen all over the world and the industry cannot afford 
to pay the high margins likely to be charged by middlemen 
in these circumstances. Brass sheets constitute an important 
element in the cost of production of lamp holders, making 
up more than 50 per cent, of the total cost of materials, 
and 20 per cent, of the total cost of production. Prices 
of porcelain insulators, which, next to brass sheets, 
constitute the second largest element in the cost of mate¬ 
rials, have come down considerably of late^. 
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(c) As regards the other raw materials, the manufac- 
tu^^ers stated at the public inquiry that the industry no 
longer experienced any difficulties in obtaining its re¬ 
quirements and that the materials available in India were 
also of satisfactory quality. 

7. Brass sheets are cut into sfrlps in shearing machines, 
process of re-rolled, if necessary, to obtain the requisite 
manufacture, gauge, and made into tcips, bottoms, back-plates 
for the batten type, and crowns, after a Series of operations 
which consist mainly of pressing, threading and trimming. 
Terminal blocks and shade carrier rings are made out of brass 
castings, partly from scrap outained in processing tops mid 
bottoms, and partly from scrap purchased from outside. 
Terminal contacts and screws are made from brass rods. 
Springs are made by coiling wires purchased from outside and 
are electro-plated to render them rust-resistant. Porcelain 
Insulators are obtained from tne ceramic factories. 

S. For domestic lighting purposes, brass lamp holders 
Uses of the S-re being replaced to a certain extent by bake- 

product. lite or plastic lamp holders, owing to the re¬ 

lative cheapness of the latter. Bakelite or plastic lamp 
holders, however, are less durable and are not suitable for 
use on railways, in dock areas or in factories. The demand 
for brass lamp holders from these sources is, therefore, not 
affected by the relative cheapness of bakelite or plastic 
lamp holders. 

9. (a) Imports of lamp holders are not separately 
Domestic recorded in the Sea-borne Trade Accounts, and this 
demand. makes it exceedingly difficult to estimate the 
domestic demand for ttiis article. Hie Board, however, has been 
supplied wltti certain estipiates by the Directorate-General 
of Industries and Supplies, -the Lamp Holders Manufacturers' 
Association and the Director of Industries, Government of 
West Bengal. On the basis of an estimated consumption of 
148,200 KW of electricity for lighting purposes, and assuming 
each lighting point to be powered witli 25 watts, theD.G.I. & S 
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has estiiaated the total number of lighting points, and, 
therefore, the total number of lamp holders already in 
use in tlie cointry at 6 million, and taking the average 
life of a lamp holder to be 10 years, he has estimated the 
annual demand for lamp holders for replacement purposes at 
600,000. To this, he has added 2.7 million by way of the 
increased demand likely^ to develop in future, when tne 
various electrical development projects are implemented. 
The additional supply of electricity likely to become 
available for lighting purposes from such prp^jects is 
estimated at 53,500 KW per year and the corresponding 
addition to the lighting points in the cduntry and the 
resulting Increase in the demand for lamp holders, at 2.7 
million. On this basis, the D.G.I. & S. has estimated the 
future demand for lamp holders of all types at 3.3 million, 
or at least 3 million per annum. The Lamp Holders Manu¬ 
facturers' Association and the Director of Industries, West 
Bengal, on the other hand, have estimated the demand for 
only brass lamp holders at 600,000.per annum. This latter 
estimate is based on the assumptions (i) that the consumption 
of electric lamps in India is 12 million per annum, (li) tnat 
the consumption of holders is at the rate of one holder for 
10 lamps, and (lii) that the demand for lamp holders is 
divided between bakelite holders and brass holders in the 
ratio of 30:50. Tne subject was discussed at the public 
Inquiry, and while the manufacturers regarded the estimate 
of 6 lakhs as reasonably accurate, the importers maintained 
that, taking into account the increase in house building and 
general industrial activity, the demand would be in the 
region of 13 to 17 lakhs. It may be mentioned in this 
connection that the Development Committee of the D.G.I. &S 
at its meeting held in June 1349, has adopted a target of 
17.28 lakhs for the production of brass lamp holders by 1132. 
We have not been able to ascertain the basis on wiilch the 
target has been fixed and the extent to which it is related 
to current or prospective domestic demand. 

(b) In the absence of accurate statistics regarding 
imports, there is no alternative but to estimate the demand 
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for brass lamp holders by one of the indirect methods 
referred to above. We think that the consumption of electric 
lamps affords a better basis for this purpose than the 
consumption of electricity. Taking into account the average 
imports and domestic production of electric lamps during tne 
three years, 1917 to 1913, it is estimated that approximately 
13 million such lamps were consumed annually in India during 
that period. Assuming that , on an average, two lamps are 
needed per annum for each lighting point, the number of 
lighting points in the country, and, therefore, tne number 
of lamp holders of all types already in use may be estimated 
at 6.5 million. Tnls roughly tallies with the estimate made 
by the D.G.I. & S. on the basis of electricity consumption. 
It may be assumed that the demand for lamp holders is divided 
between the brass and the bakelite or plastic types in the 
ratio of 30:30. Although brass lamp holders are being 
substituted to a certain extent by bakelite or plastic 
holders for domestic uses, such substitution is not practi¬ 
cable beyond a limited extent on railways, in dock areas or 
in Industrial establishments. The greater durability of 
brass lamp holders also makes them preferable to the other 
types for many other uses. It seems, therefore, reasonable 
to estimate that 50 per cent, of the total demand for lamp 
holders is still met by brass lamp holders. The average 
life of a brass lamp holder Is believed to be 10 years. If, 
therefore, the total number of brass lamp holders already in 
use is 3.25 million {i.e., one half of the total number of 
lamp holders in use), the current replacement demand for 
such lamp holders would be 3.25 lakhs per annum. To this, 
we have to add the demand for lamp holders for new instal¬ 
lations. As stated earlier, the average consumption of 
electric lamps during the last three years has been estimated 
at about 13 million. In 1949, the total of imports and 
domestic production of electric lamps came to 16 million. 
As the various electric development projects are implemented 
and the house-building activity comes into full swing, the 
demand for both electric lamps and electrical accessories 
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will increase rapidly. There are, however, several diffi¬ 
culties at present in the way of implementing these projects, 
and house-building is also hampered by high costs. We think, 
therefore, that a reasonable estimate of the probable 
increase in the consumption of electric lamps would be about 
50 per cent, over the average of the last three years by 
19®, i.e., a total consumption, of 19.5 million, or say, 30 
million per annum. (The target suggested by the Development 
Committee of the D.G.I. & S. for the production of electric 
lamps by 1952 is also 20 million). On the basis already 
explained, a consumption of 20 million electric lamps pre¬ 
supposes the existence of 5 million lighting points fitted 
yithr brass lamp holders, i.e., an Increase of 1.75 million 
lighting points in three years, 1950 to 1952, (5 million 
minus 3.25 million, the average for 1947-49), or an average 
of about 5.8 lakhs per year. An addition of 5.8 lakhs new 
lighting points per year will mean an additional consumption 
,of 5.8 lakh lamp holders per year. Adding to this the 
estimated replacement demand of 3.23 lakhs per year, the 
total annual demand for brass lamp holders during the next 
three years may be estimated at 9 lakhs. It must be added, 
however, that there is an enormous scope for the development 
of electric power supply in the country, and hence the 
potential market for electric brass lamp holders is much 
larger than is indicated by this figure. 

(c) The three types of electric brass lamp holders 
which are being manufactured in the country, namely, bracket, 
peidarit and batten, account for the bulk of the domestic 
demand. According to an estimate made by Messrs. Cieco Ltd., 
the demand for bracket, pendant and batten types is in the 
ratio of 30:30:20. 

10. (a) The statement in Appendix IV gives figures of 
Domestic capacity the rated capacity and production of 20 
and production. units at present engaged in the manufac¬ 

ture of electric brass lamp holders in India, and the rated 
capacity of one new unit, namely, Kersons Manufacturing 
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Company, which is expected to go into production by October 
1950. It would appear that the industry has a rated capacity 
of 20,81,700 per annum. The industry, however, has so far 
never worked to the limit of tliis capacity and hence the 
figures of rated capacity furnished by it must be regarded 
as rough estimates. If each unit of the industry were t^ 
increase its productt^i to no more than the maximuiti attained 
during the last three years, the total production would only 
amount to 550,000. The available evidence, however,' leaves 
no doubt that the industry has enough capacity to meet tne 
whole of the domestic d(3Diand and also to produce for export. 

(b) Production of electric brass lamp holders in IncUa 
amounted to 285,835 in 1917, 4<50,3S8 in 1048, 315,744 in 1949 
and 123,910 during tne six months Jariuary-June 1950. In the 
case of many of the units, production was highest in 1918. 
In 1949, owing to a large Influx of Imports, the Industry was 
faced with a paucity of demand and many of the units were 
either working intermittently or had to suspend production 
altogether. At the public inquiry,the representatives of 
two important units, namely, Ceico Ltd., and Gurunanak 
Electro-Mechanical Works, informed as that, although they, 
were able to sell substantial quantities of electric brass 
lamp holders in the first half of 1918, there was now 
virtually no demand for their product in tne civilian market 
and that they were subsisting only because of tne Government 
orders received by them. 

11. It is gratifying to note that the Government Test 
Quality of the House, Alipore, as well as most of the 

indigenous product. users of electric brass lamp holders who 

have replied to the Board's questionnaire, have declared tlie 
quality of the Indigenous product to be reasonably satis¬ 
factory. In his letter dated 11th January 1950 to tne Board, 
the Director, Government Test House, Allpore, writes: 
"Although the indigenous brass lamp holders could not conform 
to the relevant British Standard Specification at the start, 
most of them have considerably Improved at subsequent 
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attemots after correction of the defects pointed out by this 
Laborai^ory from time to time. It may now be-stated that 
quite a number of Indigenous lamp holders may be considered 
to be generally conforming to the relevant British Standard 
Specification." The Conuttissioners for the Port of Calcutta 
and the B.B.&C.I., E.I.-and E.P. Railways liave all described 
the indigenous product as Xaiiiy satisfactory. On the other 
hand,, the Electrical Contractors! Association, Bombay, has 
stated that the majority of its members have not used the 
indigenous product, because, owing- to the inferior quality 
of the porcelain insulator used in it, It was not considered 
to be sufficiently durable. Among the distributors of this 
product, Messrs. P. K. Basak Electrical Co. Ltd., Calcutta, 
have described Indian brass lamp holders as nearly equal in 
quality to imported holders, while Messrs. Ghose's Industrial 
Syndicate, Calcutta, have stated that, apart from a few minor 
defects which can be remedied In course of time, indi¬ 
genous product is in no way inferior to the British product. 
The Director of Industries, Government of P.E.P.S.IJ., has 
also expressed the view that the quality of the indigenous 
product is comparable with that of the imported article. 
The opinions expressed by the importers, however, are not 
favourable to the domestic industry, but these opinions are 
couched in general terms, and apart from referring to the 
inferior quality of the porcelain used in the indigenous 
brass lamp holders, they do not point to any other specific 
defect. It must be added that, although the principal units 
in this industry have attained a satisfaetory standard of 
quality, this does not apply to some of the smaller units. 
In the case of the bigger units also, there Is scope for 
improvement in qimlity. It has been pointed out by some of 
th^ users ttiat the plungers and springs in Indian brass lamp 
holders do not function properly or become useless after a 
short time. We suggest that the manufacturers should take 
note of such defects and try to remedy them as early as 
possible. Consumers fiave also complained that the porcelain 
insulators used in the indigenous brass lamp holders are not 
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of the proper standard,and develop cracks. We suggest that 
the attention of the porcelain manufacturers should be drawn 
to this complaint and that they should be asked to Improve 
the quality Of their product. 

Ml 

12. (a) A.S stated earlier, electric brass lamp, holdl^rs 
Imports. are not separately recorded in the Sea-borne TrUe 
Accounts. In the absence of detailed statistics of imports, 
it Is difficult to determine t^he extent and tne sourC'8s of 
foreign competition met Mflth by the indigenous industry, and 
we accordingly recommend that the Collectors of Customs and 
the Director General of Commercial Intelligence and Statis¬ 
tics, Calcutta, should maintain records of Imports of 
electric brass lamp holders. 

(b) In order to obtain some idea of the recent trend of 
imports, we requested the Collectors of Customs, Bombay, 
Calcutta and Madras, to obtain from the principal importers 
of electric brass lamp holders statistics of the quantities 
Imported by them during 1918, 1949 and January-June 1950. 
The figures so obtained cannot be regarded as complete. In 
Bombay, figures were supplied by 12 firms, in Calcutta by 9 
and in Madras by 5. The following table shows the numbers of 
brass lamp holders imported by these firms;- 


1948 1949 1950 

(Jan.-June) 

Nos. Nos. Nos. 

Bombay. 2,61,108 4,61,760 2,15,608 

Calcutta. 1,09,644 4,72,236 36,000 

Madras. ..... 35,070 79,644 a,400 

Total 4,05,822 10,13,640 2,54,008 


Kr^m the above figures, it appears that imports of 
electric brass lamp holders were probably the heaviest in 
1949. The Electric Merchants' Association, Bombay, in their 
letter dated 19th July 1950 to the Board, liave stated that 
as ranch as 14 lakh brass lamp holders were imported into 
India during the fifteen months from January 1949 to March 
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1950 and that of these, 8 lakh holders were imported into 
Bombay alone. In the absence of official statistics, it is 
difficult to verify the accuracy of these figures. It would 
appear, however, that imports in 1949 were abnormally hl^. 

(c) Judging I'rom the figures furnished by the principal 
importers, it appears that the United Kingdom was practically 
the only source of supply in 1948. During 1949, however, 
Western Germany and Japan also came into the picture. The 
United Kingdom, however, still remained the principal 
supplier. In 1949, out of the total imports of 10,13,640 
mentioned in the statement in the preceding sub-paragraph. 
Imports from the United Kingdom amounted to 7,41,216 and 
those from Western Germany and Japan to 2,22,084 and 19,800 
respectively. In January-June 1950, out of the total of 
2,54,008 mentioned above, the United Kingdom supplied 10,800 
and Western Germany 2,15,608. The higher imports from 
Western Germany recorded In this period were probably due to 
the fact that, during the preceding licensing period (July to 
December 1949), licences were issued for imports from IVes tern 
Germany only, to the exclusion of all other sources. 

13. During the second lialf of 1948, Imports of electric 
Import control, brass lamp holders were Initially licensed, 
subject to monetary ceilings, from ail sources, but subse¬ 
quently this article was included in OGL XI for imports from 
sterling and soft currency sources from 4tii September 1948, 
in OGL XU for imports from Sweden and Switzerland from 
22 nd July, 1948, and in OGL XIII for Im'ports from Japan 
from 22nd September, 1948. Imports from other countries 
continued to be subject to monetary ceilings. OGL XII for 
imports from Sweden and Switzerland was cancelled on 31st 
December, 1948. 

During the first half of 1949, imports from Japan 
remained on OGL XIII upto 17th March, 1949 and after the 
cancellation of that OGL, no licences were Issued for imports 
from Japan. Imports from sterling and soft currency countries 
were allowed under OGL XI until 5th May, 1949, when that OGL 
was cancelled. Concessional -licences to cover firm commit- 
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merits made before the cancellation of that OGL were, however, 
issued. No licences were granted for imports from the dollar 
and other hard currency countries (except Japan, as stated 
above, upto 17th March, 1949). 


During the period, July to December 1949, no licences 
were issued for imports from any country except Western 
Germany. Imports from Western Germany were licensed subject 
to essentiality and a monetary ceiling. During the following 
licensing period, no licences were issued for imports from 
any source. 

During the current licensing period, July to December, 
1950, and the next, January to June, 19.51, no imports of 
this article will be allowed from the dollar area, Belgium 
and her possessions, Japan and Switzerland,, but licences 
will be issued to established Importers for imports from 
other countries, including Western Germany which is now a 
soft currency country, and for all of the following articles, 
namely, lamp holders, switches, ceiling roses, plugs, cut¬ 
outs, etc., to the extent of 25 per cent, of one half of the 
total c.i.f. value of Imports made by such importers during 
the best year of the basic period. 


14. Electric brass lamp holders are assessed to duty 
Existing rate of under item 73 of the First Schedule to the 
customs duty. Indian Customs Tariff (Thirty.second Issue). 
Tlie relevant extract from the Schedule is given on page 15. 


15. (a) The Cost Accounts Officer attached to the Board 
Board's estimate of examined the costs of production of the 
the cost of produo- following two factories, namely, Cieco 
tion and fair ex- Ltd., Calcutta and Gurunanak Electro- 
factory price. Mechanical Works, Paghwara. Cieco, which 

is a private limited company, started the manufacture of elec¬ 
tric brass lamp holders in January 1947 and is also engaged 
in the manufacture of hot plate for laboratories, Dtmaces, 
auto-claves, etc. The firm had suspended production from 
October 1948 to December, 1949, but was able to resume produc¬ 
tion from January 1950 on receipt of a rate contract from the 
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Director General of Industries & Supplies for the supply of 
electric brass lamp holders. Hie firm maintains its accounts 
for the financial year ending 31st March, but as complete ac¬ 
counts for 1949-50 were not available at tlie time of the cost 
investigation, the Cost Accounts Officer had to estimate the 
costs in consultation with the Managing Directors of the firm. 
The Gurunanak Electro-Mechanical Works is a proprietary 
concern. Although originally started for the manufacture of 
electric brass lamp holders only, it had to suspend production 
of this article from April 1949 to February 1950 and had to 
use its equipment for the manufacture of other items such as 
lathe chucks, nuts, bolts, shaft cutter machines, etc. The 
firm.resumed its production of electric brass lamp holders 
in Marcn 1950. It was represented by the firm that the 
period, March to May 1950, during which it was in production, 
should not be taken as representative for estimating its 
costs, since during this period it was mostly engaged in the 
assembly of the components held in stock since March 1949. 
The cost of production figures for this firm also had, 
therefore, to be estimated by the Cost Accounts Officer in 
consultation with tne firm. 

(b) Tne following^ types of electric brass larnip holders 
are manufactured by both the firms, and the cost of production 
figures have been worked out separately for each of these:- 

(i) Bracket type, 

(ii) Pendant type with cord grip, and 
(iil) Batten type with back plate. 

(c) The costs of prodaction figures for both the firms 
have been estimated on the assumption that they will be able 
to work up to 75 per cent, of their rated capacity. In the ceise 
of Cieco, this comes to 533 gross per annum and in the case 
of the Gurunanak Electro-Mechanical Works to 975 gross per 
annum. 

(d) The cost of production estimates pj-epared by the 
Cost Accounts Officer were discussed in camera with the 
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representatives of the two firms. Both the firms desired 
that the details of their cost of production should be kept 
confidential and we are accordingly submitting a Report on 
their costs of production separately as a confidential 
annexure to this Report. Fair ex-works prices fo-r the two 
firms for each of the three types of electric brass lamp 
holders mentioned above, as determined by us after discussion, 
are given below;- 


Per dozen 

Cleco Ltd. Gurunanak E.M.Works 

Bracket type .as. 9 14 10 Rs, 9 0 1 

Pendant type.Rs. 10 9 10 Rs. 9 11 5 

Batten type.Rs. 10 4 9 Rs. 9 10 1 


Apart from the high cost of materials, particularly 
brass sheets and rods, the prices of which have risen 
considerably of late in sympathy with world prices, the 
only Important item in the cost of production which calls 
for comment is the labour cost which works out to an average 
of Rs. 3-11-1 per dozen in the case of Cieco and Rs. 3-14-3 
in the case of the Gurunanak Electro-Mechanical Works. Trte 
Cost Accounts Officer has verified these figures both from 
the financial accounts maintained by the firms and by calcu¬ 
lating the labour cost for each component of a brass lamp 
holder on the basis of the man-hours required for its manu¬ 
facture. We regard these costs as unduly high, but have 
allowed them, because we are satisfied that the firms are 
actually incurring these costs and we feel that the industry 
will take some time to train its labour and to introduce the 
necessary labour-saving devices. We suggest that the Industry 
should take early steps to. train its labour and to raodernisre 
its equipment and we recommend that Government should give 
the industry all reasonable assistance in this regard, by way 
of technical advice and facilities for procurement of 
machines. We have estimated the working capital as eqial to 
three months' cost of production and allowed interest thereon 
at 4 per cent. We have allowed profit at the rate of 10 per 
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cent, on ttie'portion of the cross clock used for the manu¬ 
facture of this article. 

(e) raking into account the various factors which 
account for the differences iVi tne costs of production in 
the case of the two firms, wg^consider that the fair ex- 
works prices for the industry as a whole should be as 
follows 

Per dozen 
Rs.As.Ps. 


Bracket type. 9 7 5 

Pendant type.IQ 2 7 

Batten type. 9 15 5 


On tlie basis of an estimated distribution of demand 
between the three types (which is in the ratio of 30:50:20), 
the weighted average of the fair ex-works prices for the 
three types works out to Rs. 9-14-7 per dozen 

(f) The (nanufacturers have represented that considerable 
prejudice exists about the quality of the indigenous product, 
as a result of which ttie average consumer is prepared to buy 
the Imported product of similar quality even at a higher 
price. They have accordingly urged that in determining the 
quantum of protection needed by the Industry, a reasonable 
allowance should be made for this prejudice. According to 
some manufacturers, the allowances should be at the rate of 
Rs. 2 per dozen, while others have suggested tne figure of 
Rs. 1-8-0 only. From the evidence furnished to us, we are 
satisfied that there is some prejudice about the quality of 
the indigenous product, but we think that an allowance of 
Rs. x—i—0 per dozen should be adequate to overcome such 
prejudice. 

13. The statement in Appendix V gives data regarding 
C.i.f. prices. the c.l.f. prices of Imported electric brass 
lamp holders, together with the relative customs duty and 
clearing charges, as furnished by the Collectors of Customs 
and certain importing firms. The c.i.f. prices of electric 
brass lamp holders Imported from Germany are much lower than 
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those Imported from tde United Kingdom. However, the majo^ 
part of the imports normally comes from the United Kingdom 
and it was agreed at tiie public inquiry thkt the c.i.f. 
prices of British brass lamp holders only should be adopted 
for the purpose of comparison with the fair ex-works prices 
of the indigenous product. The table on page 30 shows the 
latest c.i.f. prices and landed costs per dozen of both 
British ^nd German electric brass lamp holders. 

17. The following table gives a comparison of the 
Measure of landed, cost, without duty, of electric brass 

protection. lamp holders Imported from the United Kingdom 

as given in paragraph 13 with the fair ex-works price of 
the indigenous brass lamp holders as determined by us in 


paragraph 15. 

Per dozen 
Rs.As.Ps. 

1. Fair ex-works price.9 14 7 

2. Allowance for prejudice ........... 110 

3. Total of 1 and 2. 11 2 7 

4. C.i.f. price. .. 7 11 4 

5. Clearing charges at . 0 0 7 

6. Landed cost without duty. .......... 7 11 11 

7. Difference between 3 and 6._ 3 6 8 

8 . 7 as a percentage of 4. 44.32 


9. Existing rate of duty for Imports from U.K. . 24'^ ad 

valorem 

It will be seen that aduty of 41.32 per'cent, ad valorem 
is required in order to equalise the competitive position of 
the Indigenous and the imported brass lamp holders from the 
U.K. The existing rates of duty are 33 per cent, standard, 
and 24 per cent, for imports from the United Kingdom. We 
recommend that a protective duty of 45 per cent, should be 
Imposed on imports from the United Kingdom and that the 
standard rate of duty should be adjusted in accordance with 
the terras of the India-United Kiijgdom Trade Agreement, 1933. 
It may be mentioned tlmt the existing preferential margin in 
favour of the United Kingdom is 12 per cent, but ttiat the 
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margin guaranteed under the agreement Is 10 per cent. We 
recommend further that the duty should remain In force upto 
31st December 1953. In recommending a sligntly higher rate 
of duty than that indicated by a comparison of the fair ex- 
works price with the landed cost, our object is to see that 
the industry receives sufficient encouragement to carry out 
the necessary improvements in its equipment and processes. 

18. If the recommendations in paragraph 17 are accepted, 

Proposed changes in the relevant item of the First Schedule to 

the customs Tariff Indian Customs Tariff (Ihirty-second 

Schedule. 

Issue) should be ammended as shown on page 22. 

19. (a) The Industry t»as asked for a complete ban on 

Other recom- Imports for the next five years. As stated 
mendations. paragraph 10(b), the maximum production 

so far attained by the industry is 4.6 lakh holders as 
against an estimated annual demand of 9 iakh holders during 
the next three years. The industry, however, has sufficient 
capacity to meet the whole of the domestic demand and also 
to produce for export. We consider that, given the necessary 
encouragement, the industry will be able in course of time to 
utilize this capacity to the full extent. The quality of the 
indigenous brass lamp holders has been found to oe satis¬ 
factory, and in view of the competition of bakellte and 
plastic lamp holders, the production of which is increasing, 
the brass lamp holders industry has sufficient incentive to 
keep the prices of its product at a reasonable level. While 
recognising these facts,we must point out that import control 
is maintained primarily on balance of payments grounds and is 
not intended to serve as a form of protection. It is true 
that even the objective of conserving the foreign exchange 
resources of the country requires that the quantum of imports 
should be limited to what is needed to bridge the gap between 
domestic production and consumption. We think, however, that 
the present system of import control takes due account of 
this principle, and we have no doubt that in assessing the 




iblies. 
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import requirements of the country in respect of electric 
brass lamp holders for the purpose of import control, the 
conclusions reached by the Board with regard to the probable 
domestic demand for electric brass lamp nolders, the pro¬ 
ductive capacity of the industry and its actual production 
will be duly taken Into consideration. This should adequately 
safeguard the Interests of this Industry and we, therefore, 
consider It unnecessary to make a further recommendation on 
this point. 

(b) Government patronage has already been of considerable 
assistance to this industry. We, therefore, recommend that 
Government Departments and Railways should continue to pur¬ 
chase their requirements of electric brass lamp holders from 
the indigenous industry. 

20. The conditions which an industry seeking protection 
Eligibility for has to fulfil have been enumerated in para- 
protection. graph 2 above. So far as the first condition 
is concerned, we are satisfied that the industry is run on 
sound business lines. The industry is also endowed with 
certain natural advantages. All the principal raw materials 
required by the industry are available in the country.' There 
is a good home market for lamp holders made of brass, parti¬ 
cularly in large-scale Industrial undertakings. We are 
satisfied that given the required measure of protection and 
assistance at this stage, the industry is likely, within a 
reasonable period, to reduce its costs of production and 
develop sufficiently to be able to dispense with protection 
or assistance. 

21. We do not think that the measure of protection 
Burden of recommended by-us will place an excessive burden 
protection, the consumer.' There is sufficient competition 

among the manufacturers of brass lamp holders themselves and 
between them and the manufacturers of bakellte and plastic 
lamp holders, to Induce the former to maintain the prices of 
their products' at a reasonable level. Failure to ao so will 
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only encourage the substitution of brass lamp holders by 
bakelite or plastic lamp holders. 


talned over the 
progress of'the 
industry. 


32. If the foregoing recommendations with regard to the 
Watch to be main- protection of the electric brass lamp holders 
industry are accepted by Government, it will 
be necessary for the Board, in accordance with 
the Ministry of Commerce Resolution No. 30- 
T(1)/48,dated 3th August, 1948, to maintain a continuous 
watch over the progress of the industry, with a view to en¬ 
suring that the industry is being run efficiently. For the 
purpose, the industry should be asked to send to the Board, 
half-yearly reports commencing from 1st January, 1951, giving 
information regarding production, sales, stocks, costs of 
production and selling prices. Such reports should also in¬ 
clude detailed information about the prices and the supply 
position of raw materials and any other factors having a 
bearing on the development of the industry. We suggest that 
the lamp Holders Manufacturers'Association of India, Calcutta, 
snouid also undertake Che collection of statistical data on 
ti\e various aspects of the Industry referred to above. 


33. Our conclusions and recommendations are summarised 

Summary of con- as unde re¬ 
clusions and 

recommendations. CD Hie scope of the inquiry includes all types 
of electric brass lamp holders, other than 
miniature lamp holders adapted for use in automobiles. 
(^Paragraph 


(li) All the raw materials required for the manufacture 
of electric brass lamp holders are available in the country. 
£ Paragraph 6(a)]| 

(ill) The Indian manufacturers of brass sneets have 
declared- their willingness to make direct supplies of this 
material to the electric brass lamp holders Industry. The 
industry should take advantage of this offer and', if necessary, 
make arrangements to pool its requirements on a regional 
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basis and place bulk orders with ttie Indian manuae tuners 
brass sheets, ^thragraph 6(b)] 

(iv) The annual demand for electric brass lamp holders 
during the next three years is estimated at 9 lakhs. There 
is, however, an enormous scope for the development of electric 
power supply in the country, and hence the potential market 
for electric brass lamp holders is much larger than is 
indicated by this figure. ^Paragraph 9(b)] 

(v) The three types of electric brass lamp holders 
whicti are being manufactured in the country, namely, bracket, 
pendant and batten, account for the bulk of the domestic 
demand, [^Paragraph 9(c)] 

(vl) fVom the evidence received by the Board, it appears 
that the industry has a rated capacity of 36.83 lakhs per 
annum. If, however, each unit of the industry were to in¬ 
crease its production to no more than the maximum attained 
during the last three years, the total production would only 
amount to 5.6 laklis. [^Paragraph 10(a)] 

(vil) Production of electric brass lamp holders in India 
amounted to 2.87 lakhs in 1947, 4.60 lakhs in 1948, 3.16 
lakhs in 1949 and 1.34 lakhs in tne first half of 1950. 
^.Paragraph 10(b)] 

(viil) Reports from the Government Test House, Alipore, 
and other evidence received by the Board show that the 
quality of electric brass lamp holders made in India is 
reasonably satisfactory. There is, however, scope for 
improvement in quality. The indigenous Industry should 
take note of the defects referred to in paragraph 11 and try 
to remedy them as early as possible, fl^ragraph 11] 

(ix) The attention of the porcelain manufacturers 
should be drawn to the complaint that the porcelain insu¬ 
lators used in the indigenous brass lamp holders are not of 
the proper standard, and they snould be asked to improve the 
quality of their product. aph 11 ] 
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(x) The Collectors of CiKtonis and the Director General 
of Commercial Intelligence aind Statistics, Calcutta, should 
maintain records of imports of electric brass lamp holders. 
[^Paragraph 12(a)] 

(xi) The labour charges at present incurred by the 
industry per unit of its output are unduly high. The 
industry should, therefore, take early steps to train its 
labour eind to modernise its equipment and Government should 
give the industry all reasonable assistance in this regard. 
(^Paragraph 15(d)] 

(xii) The fair ex-works prices per dozen of the indi¬ 
genous electric brass lamp holders, as determined by the 
Board, are Rs. 9-7-5 for the bracket type, Rs. 10-2-7 for 
the pendant type, and Rs. 9-15-5 for the batten type. The 
weighted average of the fair ex-works prices of the three 
types comes to Rs. 9-14-7 per dozen. [Paragraph 15(e)^ 

(xlll) The weighted average of the latest c.i.f. prices 
of the three types of electric brass lamp holders imported 
from the United Kingdom is Ite. 7-11-4 per dozen. [Paragrap.d 

16] 

(xlv) A protective duty of 45 per cent, ad valorem 
should be imposed on electric brass lamp holders of British 
manufacture and the standard rate of duty should be adjusted 
in accordance with the terms of the India-United Kingdom 
Trade Agreement, 1939, the existing margin of preference 
being 12 per cent, and the guaranteed margin 10 per cent. 
The protective duties should remain in force up to 31st 
December, 1953. [Paragraph 17] 

(xv) Government Departments and Railways should continvie 
to purchase their requirements of electric brass lamp holders 
from the indigenous Industry. [Paragraph 19(b)] 

(xvl) In order to enable the hoard to maintain a 
continuous watch over the progress of the Industry, the 
industry should be asked to send to the Board half-yearly 
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reports coiimienclng from 1st January 1951, giving information 
regarding production, sales, stocks, costs of production and 
selling prices. Such reports should also Include detailed 
Information about the prices and the supply j)osltlon of raw 
materials and any other factors having a bearing on the 
development of the industry. The Lamp Holders Manufacturers' 
4ssociation of India, Calcutta, should also undertake the 
collection of statistical data on these aspects of the 
industry. [Paragraph 22'J 

24. We wish to thank the representatives of producers. 
Acknowledgements, importers, consumers and others who furnished 
information and gave evidence before us regarding this 
industry. We also thank Mr. P. N. Deobhakta, Assistant 
Development Officer of the D.G.I. & .S., Mr. N. K. Biswas, 
Assistant Director of Industries, Government of West Bengal 
and Mr. N. Krishnan, the Cost Accounts Officer attached to the 
Board for their co-operation and assistance in connectiort 
with this inquiry. 

B. V. NARAYANASWAMT, 

Uember. 

B. S. ADARKAR, 

Member. 


M. A. MULKY, 

Secretary. 

Bombay, 

The 2Sfh October, 1950. 
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APPENDIX I 
(Vide paragraph 1) 

GOVERNMtNT OF INDIA 
MINISTRY OF COMMERCE 

New Delhi, the 28th April, 1949, 

RESOLUl’ION 

(Tariffs) 

No, 1-T/A(20)/49. In pursuance of paragraphs 2 and 
7 of their Resolution in the Department of Commerce No. 
21S-T(55)/I5 dated the 3rd November 1945, and paragraph 4 
of tiieir Resolution bearing tlie same nunber, dated tJie 16th 
February 1946, tlie Government of India,have decided to refer 
to tlie Tariff Board for investigation applications for 
assistance or protection received from the following 
industries:- 

(1) Sterilised surgical catgit, 

(il) Buttons, 

(lii) Pencils, 

(iv) Electric brass lamp holders, 

(v) Belt fasteners, 

(vi) Oil pressure lamps, and 

(vii) Fine diaaicals. 

2. In conducting the enquiries, the Board will be 
guided by the principles laid itown in paragraph 5 of the 
Resolution, dated the 3rd November 1945, referred to in 
paragraph 1 above. 

3. Firms or persons interested in any of these indus¬ 
tries or in industries dependeirton the use of these articles, 
who desire that their views should be considered by the 
Tariff Board, should address their representations to the 
Secretary to tlie Board, Contractor Building, Ballard Estate, 
Nicol Road, Bombay 1.- 

S. Ranganathan, 

Joint Secretary to the Govt, cffindia. 
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APPENDIX II 
(Vide paragraph 3) 


List of persons, firms and associations to whom question¬ 
naires were issued and those who replied to them or sent 

memoranda. 


Those wtio replied to the detailed questionnaire. 

^ Those wno sent memoranda, 

Ttiose who replied to toe preliminary questionnaire. 

§ Tliose who sent returns in the rated capacity form only. 


1. PRODUCERS 

1. Artisans Mechanical Industries, 

4/2, Matlhu Gupta Lane, Calcutta. 

=>2. Bidyut Shilpa Ltd., 372/36,Russa Road South, 
Charu Market, Tollysunj, Calcutta. 

3. Bengal Standard Electric Co., Sikdar Bagan, 

• Calcutta. 

§4. Ballygunge Mechanical Works, 60, Bondel Road, 
Ballygunge, Calcutta. 

5. Bengal Standard Engineering Works, 172-A, 

Upper Circular Road, Calcutta. 

/6 Bharat Electrical Industries, (Formerly La 
Clarie Electrical Industries) , 84, Sleator 
Road, Bomljay. 

'■''•■7. Cieco Ltd., 2/l^Barrackpore Trunk Road, 

P.O. Bamagore, Calcutta. 

*8. C.A. Sumair Sr. Co., Nai Sarak, Delhi. 

‘^'9. East Asiatic Industries Ltd., 25, South End 
Park, Ballygunge, Calcutta 29. 

='=*10. Essen Electrical Accessories Manufacturing Co. 
Ltd., 1-A, Lower Circular Road, Calcutta 1. 
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PRODUCERS: Contd. 

11. SnKineering Association of India, 23-6, Neta.^i 
Subnas Road, Calcutta 1. 

’^12. Gurunanak Electro-Medianical Works, Phacjvara, 

E.P.R. (India) . 

’“13. G.T.R. Sr Co. Ltd., 12, Netajl Subnas Hoad, Calcutta. 

{Sll. Kersoiis ManuftLcturiae; Co. of India Ltd., Gopal Niwas, 
Lonar Ciiawl, Bombay 2. 

*1.5. Lamp Holders Manufacturers' Association of India, 

2, Dalhousle Square l^ast, Calcutta. 

Id. Nurul Islam (Marlum Fan), 135, Princep Street, 

Calcutta. 

’“’^17. SanJiar Brotners, S,Prince Anwar Stian Road, Tollygun), 
Calcutta. 

*1S. Surensons Ltd., 114, Princep Street, Calcutta 13. 

’>’>‘19. Surya Qigineering Works, lO/o, Nebutalla Row, Calcutta. 

20. Tiger Electric Co., Dun Duiti, Calcutta. 

’>21. Union Metal Industries Ltd., .59-4, C.N. Roy Road, 

P. 0. Tiljala, Calcutta. 

22. U. P. National Manufacturers I.td., 0 15-9,Manmnndlr, 
Banaras. 

’>■>23. Vlswakarma Ltd., 39, Foresnore Road, Shalimar, Howrah. 

II. IMPORTEaS 

1. A. Sulaiman Salt, Mattanchery, Cochin. 

2. Agarwal Brothers, Clmwra Rasta, Jaipur State. 

3. Atlas Electric Co,, 243, Bazargate Street, Fort, 

Bombay. 

4. Auto Electric Stores, flhangwadi, Kalbadevi Road, 

Bombay 2. 

.5. Alliance Electric Stores, Kerwala Building, Bombay. 

l?'S. British Electrical % Allied .Manufacturers Association, 
33 & 38,Kingsway, Inndon W.C, 2. 

’>7. Balmer Lawrie & Co. Ltd., 103, Neta.il Subnas Road; 
Calcutta. 

’>S. Bail hath Choubey % Co., 37/39, Ezra Street, Calcutta. 

9. Chlmanlal Oesai & Co., 34, Bentick Street, Calcutta. 



31 

IMPORTERS: Contd. 

10. Devdutta Saraogi Sons, l/l. Pollock Street, Calcutta.. 

11. Eastern Electric Co., 41/4-2, Ohurumtola Street, Calcutta. 

12. Electric Trading Co., Ezra Street, Calcutta. 

13. Electric fliglneer, Chamba, Himacnal Pradesn. 

14. Electric Engineer, Power House, -Jaipur. 

15. Electric Engineer, Mandi, Himacnal Pradesn. 

*15. Electric Mercliants' Association, C/o. J. d. Snaii Sons, 
Prospect Chambers Annexe, Homuy Road, Bombay. 

17. ilreaves Cotton & Crompton Parkinson Ltd., P.O. Box No. 91, 
Forbes Street, Fort, Bombay. 

18. Gorrls Ltd., Ereinakulam. 

19. Gopinath Satyanarain, Jaipur State. 

20. Globe ERectrlc Stores, Bnarat Biavan, 171, Princess 
Street, Bain bay. 

21. Gopatii Electric Stare?, Briarat Bhavan, 171, Princess 
Street, Bombay. 

22. General Electric Co. of India (.Manufacturing) Ltd., 

58, Taratalla Road, Garden Reach, Calcutta 21. 

23 . Hindustan Electric Co., 34, Podar Cnambers, Fb,rsee Bazar 
Street, p'ort, Bombay. 

Indo Australian Ager»cy, IJadyseth House, 2nd Floor, 

44, Cowasji Patel Street, Fort, Bombay. 

25 . Indian Electric Equipment Co., 220, Khetwadi Main 
Road, Tara Mansion, Bombay 4. 

*26. Jostle Trading Corporation Ltd., Maskatl .Mahal, 

Lohar Chawl, Bombay. 

27. J. Stone & Co., (India) Ltd., 5,Hide Road, 

Kidderpore, Calcutta. 

28. Kacker & Co., Tne Mail, Kanpur. 

*29. Laxmi Electric Trading Co., Sltaram Building, 

37,Hornby Road, Bombay. 

*30. M. L. Sinha & Co., Ezra Street, Calcutta. 

31. Mazda Electric Stores, Kaiser Bagh Circus, 

Lucknow. 

32. Modern Electric Co., Prospect Ciiaiabers, Hornby 
Road, Fort, Bombay. 
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IMPORIERS: Contd. 

"33. Nursing Saimj Mudun Gopal Electrical Co. Ltd., 
55/58, Ezra Street^ Calcutta. 

34. Oriental Electric Stores, Puthennadakavu, 

Trichur. 

35. Patel Electric Co., Vitlial Sayana Building, 

Lonar Chawl, Bombay. 

35. Ballan Bros., High Road, Trichur. 

=“37. R. N. Kapoor & Co.,-11, Ezra Street, Calcutta. 

38. Radha Ballabh & Sons, Tripolia Bazar, Jaipur. 

39. S. B. Trading Co., 2, Mannok lane, Calcutta. 

10. Sharma Trading Co., Lohar Qiawl, Bombay. 

41. South Indiein Corporation Ltd., Matteuichery , 
Cochin. 

42. Swastik Electric Stores, Gopaijika Rasta, 

. Jaipur. 

43. Sharma Electric Co., Tripolia Bazar, Jaipur. 

’HI. Sliarda Electric & Radio Co. Ltd., Lohar Chawl, 

Bombay 2 

15. Tlwarl Electric Corporation, Varma Road, 

Wardha. 

H3. Trilokchand % Sons, Birhana Road, Kanpur. 

47. Trichur Electrical & Novelty Stores, Municipal 
Office Road, Trlcnur. 

48. Tlvariji's Workshop, Gangoir Bazar, Jaipur. 

49. West Coast Trading Co., Eranakulam. 

50. Young India Electric Stores, High Road, 

Trichur. 

51. Zenitii Electric Stores, 51, Ahmed Building, 

Lohar Chawl, Bombay 2. 

111.. CONSUMERS 

1, Bharat Electric Stores, Tripolia Bazar, Jaipur. 
=“2. 3.B. & C.l. Hallway, Mahalaxmi, Bombay. 

=“3. Commissioners for the Port of Calcutta, Calcutta. 
4. Corporation of Calcutta, Calcutta. 
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CONSnWERS: Contd. 

5 Chief Engineer, ftitiala. 

6. Chief Engineer, Eastern Punjab States Union, Simla. 

7, Dass & Co,, Chandni Chowk, Delhi. 

=■'■8. East Indian Kailway, Calcutta. 

<=9. Executive Engineer (Electrical) 

Therital Division, Calcutta. 

=•=10. East Punjab Railway, Head Quarters Office, Dcdni. 

11. Electric Engineer, Power House, Jaipur. 

=•=12. Electrical Contractors Association, 60,Apollo 
Street, Fort, Bombay. 

=?13- Ghose's Industrial Syndicate, 355 J, Paharpore 
itoad, Garden Reach, Calcutta 24. 

’^14, P. 'U Basak Electrical Co. Ltd., 54,Ezra Street, 
Calcutta. 

15. Sunaa Electric Co.-, Ludlilana. 

IV. aiVERNMENT DEPARTMENTS AND OTHERS 

j^l. Directorate General of Industries & Supplies, 
Shahjahan Road, New Delhi. 

^2. Director of Industries, Government of Bombay, 

Bombay• 

^3. Director of Industries, Government of West 
Bengal, Calcutta. 

4. Director of Industries, Government of East 
Punjab, Juilunder. 

<13. Secretary to the Government of Bombay, Public 
Works Department (Electrical Division), P.W.D. 
Secretariat, Flora Fountain, Bombay. 

In addition, questionnaires were also issued to State Govern¬ 
ments, Chief Commissioner's Provinces, Cliambers of Commerce 
and Associations. 



APraNDIX III 
( Vide paragraph 3) 


List of persons vho attended the Board's public inquiry. 


I. PRODUCK'AS ■- 


Names of the 
representatives 


1. Lamp Holders Mfrs. Association '' 

of Indiaj 2,Dalhousie Square 

East, Calcutta. 

2. Bidyut Shilpa Ltd., 372/66, Russ a 
Road,South, Charu Market, Calcutta 3. V 

3. Cieco Ltd., 138, Canning Street, 
Calcutta 1. 

4. Surensons Ltd., lll-yPrincep Street, 

Calcutta 13. ^ 

5. C.A. Sumalr Sc Co.,Nal Sarak, Delhi. 

6. Gurunanak Electro-Medianical Works, 
Phagwara > (£,P.R.). 

7. JCersons Mfg. Co. of India Ltd., 

Gopal Niwas, Lohar Chawl, Bombay. 


Shri M. Oey 
Shrl R. Ghose 


Shri TilakraJ 
Shrl S. Pritam Singh 
O.P. Chopra 
Shri J.C.H. Tucker 
" I M. N. Shall 


II. IMPORTERS: 


1. Laxmi Electric Trading Co. Ltd., 
Sltaram Building, STyHornby Road, 
Bombay 2. 

2. Nursing Sahay Uudun Gopal Electric 
Co. Ltd., 56-88. Ezra Street, Calcutta, 


Shri Totaram 
Hasaram 

Shri Udhodas 
Mundhra. 
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WK)RTE1«: Contd. 

3. British Electrical & Allied Mfrs. 
Association, 36 & 38, Kin^^sway, 

London W.C- 2. 

4. Electric Merchants Association 
C/o.'J.B. Shah & Sons, 

1, Prospect Chambers Annexe, 

Hornby Road, Bombay. 

III. consumers; 

1. B. B. & C. I.Liailway, fJahalaxmi, 
Bombay. 

IV. GOVERNMENT REPRESENTATIVES AND OTHERS: 

1. Directorate General of Industries 
and Supplies (Government of India), 
New Delhi. 

2. Public Works Department (Electrical 
Division), P.W.D- Secretariat, 

Flora Fountain, Bombay. 

3. Directorate of Indastries, 

7, Council House Street, 

West Bengal, Calcutta. 

4. Hindustan Plastics Ltd., 

Podar Ciiambers, 

Parsee Bazar Street, 

Bombay. 

V. SUPPLIERS OF RAW MATERIALS •- 

1. Indian Non-ferrous Metal Mfrs. 
Association, 102-A, 

Netaji Subhas Road, 

Cal cu tta. 

2. Karaanl Metals & Alloys Ltd., 

Kamanl Chambers, Nlcol Road, 

Ballard Estate, Bombay. 

3. Indian Copper Corporation Ltd., 
Gliatslla, B. N. Railway. 


Slirl C. 


Shri S. 

" J. 
"i K. 


Shri M. 


Shri P. 


Shri S. 


Shri N. 


Shri J. 


Shri P. 


Shri K. 
't H. 

Shri J. 


S. Dickinson 

D. Sharma 

B. Shah 
N. Bengali 

S. Dave 

N. Deob(iakta 

P. Chaudhari 

K. Biswas 

V. Ruia 

R. Kamani 

G. Shah 
N. Misra 

L. Dickie 
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.. Bengal SLan«lar:l tiiigi- Jiily 20,00 30 '*3,300 17,380 31,600 10,080 216 (d) Intermittent 

neering rt’orks Lt:l»^ 1916 (d) production in 

1T3-A.,Upper Cirrular 1949j prcducticai 

Road, Calcutta 1. suspended w.e.f. 

20-2-1950. 
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Collector of Custows, U.K. Juii& to Threaded 

Borabav. Dec,’19 bracket 
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Collector of Castors, C.H. fJ-7-li Hatten 

Madras, t-yj* 

Geraany 26-7-19 Brass lanp 






